MISSING PERSON - AT RISK (ELDERLY) 


Sent: 2019-11-28 @ 23:32 Case: 190-899-909 Author: Off. J. Quevedo #2398 
MISSING PERSON: 


LAST: EYRE 
FIRST: DESMOND 


DOB: 02-05-1936 (83 YEARS OLD) 
5'6 130LBS 

BALD, BROWN EYES 

THICK IRISH ACCENT 


On 11/28/2019 at approximatley1430 hours, MP walked out of the sixth floor of 2425 Geary Boulevard (Kaiser Hospital) prior to 
discharge. MP was last seen wearing black knit cap, black jacket, white shirt, blue jeans and black shoes. MP is at risk due to age 
and early onset dementia. No information on where MP frequents. MP is transient, residing in his van in various locations in San 
Francisco. No family in the U.S. No photo was available at the time of this incident. 


If found, please evaluate for medical assessment and notify the San Francisco Police Department Operations Center at 415-553- 
1071. 


SAN FRANCISCO POLICE - RICHMOND STATION 
(415) 666-8000 


This bulletin is CONFIDENTIAL unless designated otherwise within the bulletin. Created with APBnet software vrs. 180330 





